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GAS ANALYSIS

PART i

to m. The suction is discontinued at the moment
when the mercury begins to flow from the capillary
into the bulb of the pipette.

PIG. 01.

The pipette then contains ("see Fig. 47) mercury
from v to w, absorbent from w to %, gas from x to g^
and mercury from g to z, so that the pipette, after it
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